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NARA RG104, Entry 1, Box 159 


Banking House of W.F. Thornton and Son 
Shelbyville, Ills. 
September 13, 1889 


Superintendent U.S. Mint 
Philadelphia, Pa. 


Dear Sir 


We have frequent calls from our patrons for Gold Dollars, they being very scarce, we beg 
to address you to know if you can supply us with the same and in what amounts. 


An early reply will oblige. 


Very truly yours, 
WF. Thornton & Sons 


